Brief comment text:

We are in the midst of designing and building out a large mesh network in the Pacific NW for low-fidelity emergency communications during a natural disaster or large-scale emergency and any change or re-assignment to the requested spectrum would have a negative impact on our project and, ultimately, the potential safety of hundreds of thousands of citizens. We encourage the FCC to reject the applicants request to re-assign the use of this spectrum and allow it to remain in its current form with its current licensing model. 
